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Message Text 


TAGS:OTRA, OCON, OECD. TBIO, GW, UK 

SUBJECT: FDA REPRESENTATIVE ATTENDING SCIENTIFIC MEETING 


1 . FDA ADVISES THAT WILLIAM D'AGUANNO, PH.D., ASSISTANT 
ASSOCIATE DIRECTOR FOR NEW DRUG EVALUATION (PHARMACOLOGY 
AND TOXICOLOGY) WILL BE IN EUROPE JUNE 24 - JULY 5, )978. 

2. DR. D'AGUANNO WILL: (A) ATTEND MEETING OF EUROPEAN 
SOCIETY OF TOXICOLOGY IN BERLIN JUNE 26-28, (B) OECD 
LONG-TERM TOXICOLOGY GROUP MEETING IN BERLIN JUNE 29- 
JULY 1 OF WHICH DR. D'AGUANNO IS CHAIRMAN (C) OECD SHORT 
TERM TOXICOLOGY GROUP MEETING IN LONDON JULY 2-4 OF WHICH 
DR. D'AGUANNO IS CHAIRMAN. 


3. ASSISTANCE OF EMBASSIES AND MISSION WILL NOT BE 
UNCLASSIFIED 
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